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15 Jun© 1949 


The Honorable Cecil H. King , M. C. 
House of Representatives 
Washington, D. C. 


Dear Sr . King: 


This will ackn owledge receipt of your l etter 


of 14 June 1949 regarding 
I 1 speaks of her husband* : 


difficulty with the C.I.C 


Mrs. 


which is the Counter-Intelligence 'Corps of the <Vr<qy and 
has no relation to the Central Intelligence Agency. 


Therefore, I am forwarding to the Director of Intelligence 
General Staff, Department of the Ary, your letter with 
the request that he answer it directly. 


9 


> 


With kindest regards* believe me, 


Sincerely, 
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RHH/c / 

1 cc— DCI 

1 cc — Central Records 
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R. II. iiillenkoetter 
Rear" Admiral, U3R 
Director of Central 
Intelligence 

n0C*Jv,5NT 



Director of Intelligence 
General Staff 
Department of the Army 
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C.I.C. — Cong. King requests "investigate 
statements. .and forward necessary infos- 
mation. . .return enclosed correspondence" 
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15 June 1949 


MEMORANDUM FOR: Director of Intelligence 

General Staff 
Department of the Arnfir 


The attached correspondence from Congressman 
Cecil R. King and our reply to Mr, King are forwarded for 
appropriate action. 


/ ’ / 

/ iL? ' -V <£<- t.f> 4 /< ' Vy' 

R. it. HILLERKOETTER 
Rear Admiral, UPS 
Director of Central 
Intelligence 
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Ends: 

Cy DCI ltr 6/15/49. 

Cong. C.R.King ltr 6/14/49 
to DCI ir/ 6/1 0/49 ltr to 
Cong. King fr | | 

[ Wilmington, Cal. 


RHH/c 


1 cc— DCI file 
1 cc — Central Records 


fitr 




lease 2003/04/18 : CIA-RDP80R01 731 R001 600040078-0 



